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YOUR FILE NO. 
FBI FILE NO. 
LATENT CASE NO. 


FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 


of the 


LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 


174A-SF-90788 (SQD 13) (V) 
C-91022 \ 


12/6/91 


SAC, San Francisco 


UNSUB(S); 

JUDITH BEATRICE BARI - VICTIM; 

DARRYL REED CHBRNEY - VICTIM; 

BOMBING OF A 1981 SUBARU STATION WAGON 

CALIFORNIA LICENSE 2NWX290 

5/24/90; 

EID 


REFERENCE: 

EXAMINATION 

SPECIMENS: 


E; Airtole 6/5/91 and 7/5/91 

ON REQUESTED BY: Franci8CO 

Photocopies of four sheets of paper, Qc459, Qc461, 
Qc462 and Qc463 (Qc459 processed prior to receipt) 
One envelope, Q460 


The listed Q specimens are further described in a 
separate Laboratory report. 

The requested latent print examination was conducted, 
but no latent prints of value wore detected. 


The specimens are enclosed. 


Enc. (5) 
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FEDERAL BUREAU OF INVESTIGATION 

United states department of justice 

Laboratory Work Sheet 
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To: SAC, San Franicsco (174A-SF-90788) (SQD> 13) 


/ 


FBI FILE NO. 

LAB NO, 00606012 S YR TN RF 


UNSUBS; 

JUDITH BEATRICE BARI - VICTIM; 

DARRYL REED CHERNEY - VICTIM; 

Re: BOMBING OF 1981 SUBARU STATION WAGON „ «*>v*r4Ttf«D 

CALIFORNIA LICENSE 2NWX290 YOUR NO. ^ 

OAKLAND, CALIFORNIA 

EID 


Exjtramtioa 




00; San Francisco 

Examination requested by: Addressee 

Reference: 


Examination requested: 
Specimens received: 


Communication dated June 5, 1990 

Explosives - Materials Analysis - Elemental 
Analysis - Fingerprint 
JUne 6, 1990 


Specimens 

»■* 

K1 

Craftsman drill (Box 1 item 1) 

K2 

Box of drill bits (1, 2) 

K3 

Soldering iron (1/ from item 5) 

K4 

Partial roll of black plastic tape (1, 5) 

K5 

Needle nose pliers (1, 5) 

K6 

Pliers (1, 5) 

K7 

Light switch (1, 5) 

K8 

Light bulb socket (1, 5) 

K9 

Pliers (1, 5) 
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K10 

Pliers (1, 5) 


Kll 

9 volt battery (1, 5) 


K12 

Screwdriver (1, 5) 


K13 

Adhesive (1, 5) 


K14 

Assorted batteries (Box 1, item 6) 


K15 

Solder (1, 6) 


K16 

2 phillips, 1 regular screwdrivers 

(1, 6) 

K17 

2 sided tape (1, 6) 


K18 

Strapping tape (1, 6) 


K19 

Needle nose pliers (1, 6) 


K20 

4 nails (1, 6) 


K21 

Krazy glue (1, 6) 


K22 

Hemostat (1, 6) 


K23 

AA battery (1, 6) 


K24 

Picture wire (1, 6) 


K25 

Swiss pocket knife (Box 2, PG 26 #4 
item 6) 

, 13-5-B, 

K26 

Duct tape (Box 3, item 6) 


K27 

Duct tape (3, 6) 


K28 

6 nails (3, 7) 


K29 

Red insulated, single strand copper 
plastic tape, multistrand wire (Box 
7 and 8) 

wire, brown 
3, with item 

K30 

Assorted wires (Box 3, P25 #10) 


K31 

Assorted wires (Box 3, P25 #9) 
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K32 


Duct tape (3, P25, #10) 

K33 Masking tape (3, P25, #11) 

K34 Cellophane tape (3, P25, #13) 

K35 Black plastic tape (3 P25, #12) 

K36 Needle nose pliers (3 #14) 

K37 Lineman's pliers (3, #16) 

K38 Wire cutters (3, 15) 

K39 Chisle (Box 3, #3) 

K40 Chisle (Box 3, #4) 

K41 Vise grip (Box 3, #1) 

K42 Channel lock pliers (3, #2) 

K43 Wire (3, 6) 

K44 Punch (3, #5) 

K45 Pipe wrench (3, #1) 

K46 Grey duct tape and brown papa (3, P39, #4) 

K47 "Field guide to Monkeywrenching" (3, P39, #5) 

K48 Box of nails ( 3 , P39, #3) 

K49 One nail (3, 2) 

K50 Duct tape (3, P40, #3) 

K51 Duracell 9 volt battery (3, P40, #7) 

K52 2 partial rolls of black plastic tape (3, P40, #5) 

K53 Green insulated, single strand, copper wire 

(3, P40, #6) 

K54 Duct tape (3, #4 Samsonite) 


Page 3 

00606012 S YR 


(over) 





K55 

K56 

K57 

K59 

ALSO 


Black plastic tape (3, #4, Samsonite) 

Pliers (3, #4, Samsonite) 

Assorted wires (3, #4, Samsonite) 

One light bulb (3, #4, Samsonite) 

SUBMITTED: 

Brown paper bag containing miscellaneous papers 
(Box 1, item 3) 

Brown paper bag .containing miscellaneous papers 
(Box 1, item 4) 

Brown toolbox containing assorted tools and 
hardware (Box 1, item 5) 

Paper bag containing assorted items from JUDI BARI 
- Hospital (Box 1, items 1-4) 

2 maps of school district boundries (Box 1) 

Miscellaneous clothing (Box 2, from DARRYL CHERNEY) 

Assorted clothing from JUDI BARI (Box 2) 

$107.00 in paper US Currency (JUDI BARI)(from 
multicolored purse) 

$0.98 in corn (JUDT BARI) (from multicolored purse) 

3 Duracell AA batteries and contain (Box 3 , item 8) 
_ID card (3, 5) 

Oakland road map (3, P25, #9) 

Socket set (Box 3, item #2) 

Assorted rebar (Box 3, #1) 

Assorted, papers and maps (3, items 1-4) 

Ceramic light fixture (3, P39, #2) 
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Calendar (3, P39, #6) 

Miscellaneous paper documents (3, P39, #1) 

Miscellaneous paper documents (3, P40, #4) 

White Samsonite case containing assorted hardware 
and tools (3, #4) 

Grey metal toolbox containing assorted tools and 
hardware (3, #3) 
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TRANSMIT VIA: 
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D Facsimile 
(2 AIRTEL 


PRECEDENCE: 

□ Immediate 

□ Priority 

□ Routine 
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CLASSIFICATION: 

□ TOP SECRET 
SECRET 
CONFIDENTIAL 
UNCLAS E F T O 
UNCLAS 

Dat e 6/5/90 


□ 

□ 

□ 

□ 



TO : DIRECTOR/ FBI i 

(ATTN: FBI | LABORATORY - EXPLOSIVES UNIT, EXAMINER] 

FROM : SAC, SAN FRANCISCO (174A-SF“90788)'fa) s (SQD 13) 

SUBJECT: UNSUBS? ,/ 

JUDITH BEATRICE BARIY 7 VICTIM; 

DARRYL REED CHERNEYl^ VICTIM 
jflO-BOMBING OF 1981 SUBARU STATION WAGON 
CALIFORNIA LICENSE 2NWX290 
OAKLAND,, CALIFORNIA 6 y 

5/24/90 / ~ 

-EID 




f- _ ^ 


v/tO 


00: SAN FRANCISCO 


OObOtfO** w-yr* 


Re San Francisco airtel, dated 5/31/90, submitting 
tinder separate cover five boxes of material recovered during the 
crime scene investigation at Park and MacArthur Boulevards, 
Oakland, California on 5/24/90. 

Enclosed for the Laboratory are two copies each of nine 
separate FD-302S. (Note one work copy of each has been*included 
in the respective boxes.) 

Enclosed herewith for the Laboratory via Express Mail 
(contained in three boxes) are the following: 

1. Three bags obtained from Highland Hospital, 

Oakland, California on 5/24/90. 

2. Six items from searches at 725 East 23rd Street, 
Oakland, California on 5/25/90. 


5/25/90. 


3. Six items from 9491 Humphrey Lane, Redwood Valley, 


,5 - Bureau (Enc. 64) 

0 - Package Copies)(Enc. 46) 
2 - San Francisco 
SMB/dld 
(7) 


HESS 

daTW—. t 
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174A-SF-90788 
' SMB/dld 


-j 4. Seven items from 4531 LowerThomas Ranch Road, 

r P Garberville, California on 5/25/90. 

5. Eighteen items from 3237 California Street, 
Berkeley, California on 5/25/90. 

6. Six items from CHERNEY's 1976 Dodge vain, California 
license 1NER943 parked in front of the California Street 
residence on 5/25/90. 


REQUEST OF THE LABORATORY 

The Laboratory is requested to: 

1. Take photographs of’all submitted items. 

2. Process submitted items for all latent fingerprints 
that may be developed. 

3. Conduct appropriate examination of the submitted to 
determine those items likely to. produce tool marks and/or other 
comparable traits; 

4. .Will, as set forth in. number 11 of referenced San 
Francisco airtel, conduct comparison examinations of the items 
identified above with relevant items submitted • under refe renced 
San Francisco airtel and those delivered to the Lab by SA l I on 
6/1/90, in case captioned "UNSUBS; Louisiana Pacific Corporation 
Lumber Mill - Victim, 26800 Asti Road, Cldverdale, California, 
5/9/90? EID; 00: San Francisco." 

The-Laboratory is requested to note that as discussed’ 
.with Examiner I f an initial report on the findings for the 

examination of the enclosed is needed at FBI San Francisco for 
submission to the Oakland Police Department and the Alameda 
County District Attorney's Office for possible arraignment on or 
before June 17, 1990. 

Investigation continuing at San Francisco. 
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FEDERAL BUREAU OF INVESTIGATION 
UNITED STATES DEPARTMENT OF JUSTICE 

Laboratory Work Sheet 



b6 

blC 


To: SAC, San Francisco (174A-SF-90788) (SQD 13) 


UNSUBS; 

JUDITH BEATRICE BARI - VICTIM;. 

.DARRYL REED CHERNEY - ‘.VICTIM; 

Re: BOMBING OF 1981 SUBARU STATION WAGON 

CALIFORNIA LICENSE 2NWX290 YOUR NO. 

OAKLAND, CALIFORNIA 

5/24/90; 

EID 


FBI FILE NO. 174- 
LAB NO. 


00601005 S/D YR YB WW 
TN RF 


> Examination by: 


00: San Francisco 

Examination requested by: Addressee 

Reference: 




S10S ,CW»»H» 





Examination requested: 
Specimens received: 

Specimens:* 


Communication dated May 31, 1990 

Explosives - Materials Analysis - Document - 
Elemental Analysis - Fingerprint 
June 1, .1990 


Q20] 


:Q2K 

Q22] 



*Q25: 

•t ? 

'Q26 1 

Hf 

Page 1 


Wire and metal fragments (your item box T, bag 1, A) 

Pipe nipple fragment (your item box 1, bag ,1, B) 

Wire and:yellow sponge fragment (your item box 1, ! bag 
1, C) 

Metal fragment (your item .box 1, bag 1, D) 

2 nails, and miscellaneous debris (your item .box 1 
bag 1, E) 

Miscellaneous debris (with yellow sponge) (your item 
box 1, bag 1,* F) 

■Carpet and debris (your item box l l , bag 2, A) 

(over) 
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Q27 ; 

Win 1 * **•» 


?Q28| 

jgp-m A* t&i 


Q29] 
Q30 i 
Q31 

~*m ** v- - ,i 

Q32 

i « -i 

IQ33~? 

^9347 

Q35 ? 

4 5 ' m 

\Q3 6.? 

.1 ^, 1 , ••*{ 

937 ; 

TQ38? 


Q39 ' 


Q40 " 

Q41 

Q42 


Q43 ' 
Q44 
Q45 
Q46 


Red and green wire insulation (your item box 1, bag 
2/ B) 

3 miscellaneous pieces of metal (your item box 1, bag 
2 $ C) 

1 nail, 1 nut (your item box 1, bag 2, D) . 

Miscellaneous debris (your item box 1, bag 2, E) 

Miscellaneous debris (your item box 1, bag 2, F) 

Nails (your item box 1, bag 3, A) 

Miscellaneous wire (your item box 1, bag 3, B) 

Miscellaneous paper (your item box 1, bag 3, C) 

Miscellaneous debris (your item box .1, bag 3, D) 

Miscellaneous debris (your item box 1, bag 3, E) 

Pipe fragment and debris (your item box 1, bag 3, F) 

Miscellaneous porcelain fragments (your item box 1, 
bag 3, G) 

Miscellaneous debris (your item box 1, bag 3, 
miscellaneous) 

Miscellaneous debris (your item box 1, bag 4) 

Miscellaneous car parts (your item box 1, bag 5) 

Miscellaneous items from glove box (your item box 1, 
bag 6) 

Miscellaneous debris (your item box 1, bag 7) 

Wire, tape and debris (your item box 1, bag 3, A) 

One (1) nail (your item box 1, bag 3, B) 

Cardboard battery backing (your item box 1, bag 3, C) 
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tQ47? 



Q65 


Two (2) nails, wire screen and paper (your item box 
1, bag 3, D) 

Miscellaneous debris (your item box 1, bag 3, E) 

Piece of plastic (white) (your item box 1, bag 3, 
miscellaneous) 

Miscellaneous porcelain fragments (your item box 1, 
bag 3, miscellaneous) 

Debris (your item box 1, bag 8, miscellaneous) 

Clock parts (your item box 1, bag 9, A) 

One nail and debris (your item box 1, bag 9, B) 

Foam from car with burn marks (your item box 1, bag 
9, C) 

' Part of light bulb (your item box 1, bag 9, D) 

Fragment of metal (your item box 1, bag 9, E) 

Miscellaneous debris (your item box 1, bag 9, F) 

Fragment of foil and tape (your item box 1, bag 9 
miscellaneous) 

Fragments of foil from passenger side (your item box 
1, bag 10, A) 

1 

Fragments of metal and tape (your item box 1, bag 10, 
B) 

Debris (your item box 1, bag 10, C) 

Fragment of metal and wire (your item box 1, bag 10, 
D, E) 

Fragments of“Wire (your item box 1, bag 10, F) 

Fragments of tape (your item box 1, bag 10, G) 

Fragment of blue material (your item box 1, bag 10, 

H) 
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?Q691 



Fragments of blue porcelain (your item box 1, bag 10 
I) 

Debris (your item box 1, bag 10, J) 

Fragments of paper and debris (your item box 1, bag 
10, K) 

Debris (your item box 1, bag 10, L) 

Debris (your item box 1, bag 10, M) 

Debris (your item box 1, bag 10A, N) 

Ball bearing (your item box 1, bag 10A, O) 

Fragments of metal (your item box 1, bag 10A, P) 

Carpet (your item box 1, bag 10, miscellaneous) 

Fragments of blue material of debris (your item box 
1, bag 11, A) 

Debris (your item box 1, bag 11, B) 

Fragments of blue porcelain (your item box 1, box 11 
C) 

Debris (your item box 1, box 11, D) 

Nail (your item box 1, box 11, E) 

Debris (your item box 1, bag 11, F) 

Fragment of battery (your item box 1, bag 11, G) 
Fragment of wire (your item box 1, bag 11, H) 
Fragment of battery (your item box 1, bag 11, I) 
Fragment of end cap (your item box 1, bag .11, J) 
Debris (your item box 1, bag 11, K) 

Debris (your item box 1, bag 11, L) 
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Fragments of watch (your item box 1/ bag 11, M) 
Miscellaneous debris (your item box 1, bag 11, N) 


< 9 ^ 


Debris (your item box 1, bag 11, O) 

\Q90 ] Debris (your item box 1, bag 11, P) 

Q91 ? Debris (your item box 1, bag 11, Q) 

Q92 ? Fragments of wood (your item box 1, bag 11, R) 

U Q93? Fragments of paper (your item box 1, bag 11, S) 

Q94f Cassette tape title "Guitar Lessons" (your item box 

1 1, bag 11, T) 

^Q95 *’ One pair of shoes and newspaper (your item box 1, bag 

“ 12, A) 

"Q96"? * Debris (your item box 1, bag 12, B) 

-' ** 

“ iQ97 ^ Debris (your item box 1, bag 12, C) 

*-■« •<*■4 

^Q98^ Wrench (your item box 1, bag. 12, D) 

' t ^->O c P v ‘ ^ GjwCvcs 09 WCV« 

‘Q100“ DMV and Insurance records for 1981 Subaru m the name 
« * Judy Bari (your item box 1, bag 12, E) 

'Q101* Debris (your item box 1, bag 12, F) 

- * 

Q102^ Miscellaneous car parts (your item box 1, bag 12, G) 

Q103 * Nails (your item box 1, bag 13, A) 

* -5= 

Q104" Debris (your item box 1, bag 13, B) 

Q105 Debris (your item box 1, bag 13, C) 

Qi06”" Blue carpet (your item box 2, bag 1, A) 

*•--!** - 

Q107 * Debris (your item box 2, bag 1, B) 

% 

Q108 ? Debris (your item box 2, bag 1, C) 

Q109 Miscellaneous car parts (your item box 2, bag 1, D) 

Page 5 
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ToiicT 



rQ'iT2*1 



Q115 f 


^Qiirf 

*“4^kj*£»n* >•** si ** 


Q117 3 

».>i. i«.* * 


”Q1 



‘Q1207 


£QI21| 
Q122 f 



»* ?» 

Q124 

U125T 

' • L -t g 

Q126'» 

Qi27] 

m*Z 


Q129 


Nail and debris (your item box 2, bag 1, E) 

Fragment of metal (your item box 2, bag 1, F) 

Debris (your item box 2, bag 2) 

Debris (your item box 2, bag 3. A) 

Debris (your item box 2, bag 3, B) 

Fragments of paper (your item box 2, bag 3, C) 
Miscellaneous car parts (your item box 2, bag 3, D) 
Debris (your item box 2, bag 3, E) 

Business card, receipt and paper tab (your item box 

2, bag 3, F) 

Debris (your item box 2, bag 3, G) 

Fragments of battery and wire (your item box 2, bag 

3, H) ~ 

Fragment o end cap, nail and debris (your item box 2 
bag 3, I) 

Fragment of watch and debris (your item box 2, bag 3 

J) 

Fragments of blue porcelain (your item box 2, bag 3, 

K) 

Debris (your item box 2, bag 3, L) 

Fragments of fiber board (your item box 2, bag 3, M) 

Blue carpet (your item box 2, bag 4, A) 

Debris (your item box 2, bag 4, B) 

* 

Miscellaneous pieces of car (your item box 2, bag 4, 
C) 

Miscellaneous pieces of metal (your item box 2, bag 

4, D) 
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Q130 \ 


0131 


roi 32 ] 


"Q133i 

— j. , ^ , a** 

(0134) 

; Q135i 

Q136 ? 

x , r » -*4 **■ :1 

Q137^ 

TQ1381 

•Q139-~*> 

t* ima^i 


•QiiOl 


•Q141 i 
Qi‘42? 

i i j*u 

r Ql*43^ 

-s* r ^*=rU;=™ka J 

Q144"? 

^ ^i%*> i _ ■• # 

r Q145 ' 

• ,v, ‘" 1 1 1 

,*Q146 ( 

Q147 ' 


Q148 j 


s Q149^ 

Q150 


Q151 


Left berken stock shoe (your item box 2, bag 4, E) 

Miscellaneous pieces of fabric (your item box 2, bag 
4, F) 

Pipe fragment and cloth (your item box 2, bag 4, G) 

Miscellaneous items (your item box 2, bag 4, K) 

Cloth back (your item box 2, bag 4, I) 

Pipe fragments and 1 nail (your item box 2, bag 4, J) 

Vacuum debris from car (your miscellaneous 4) 

Sweepings from tarp (your miscellaneous 5) 

Fragment of red wire (from your box 4, item 18a) 

Philiphead screw and washer (from your box 4, box 
* 18b) 

Miscellaneous debris (from your box 6, item 17) 

Light bulb socket with wire (from your box 6, 19) 

Battery fragment (from your box 6, 20) 

Two (2) batter fragments (from your box 6, 21) 

Debris (from rear seat cushion A) 

Battery fragment (from rear seat cushion B) 

Metal fragment (from your box 9, 1) 

Piece of metal (from your box 9, 2) 

Pieces of green and red wire and tape (from your 9, 

3) 

* 

Piece of gray duct tape (from your 9, 4) 

Battery fragment and debris (from your 9, 5) 

Wood fragment (from your item 9, 6) 


Page 7 

00601005 S/D YR 


(over) 






Nails and fragment of tape (from your item 9, 7) 
Debris (from your item 9, 8) 

Car seat fragment and towel fragment (from your item 
9, 9) 

Wood fragment and debris (from your item 9, 10) 

Black plastic fragment (from your item 9, 11) 

Debris (from your item 9, 12) 

Nail (from your item 9, 13) 

Speaker fragment (from your item 9, 14) 

Tape fragment (from your item 9, 15) 


\Q161-* Debris (from your item 9, 16) 

,«i»t****,*; i J | ^ 

Q162j Metal fragment (from your item 9, 17) 
r Ql'63-f Nail (from your item 9, 18) 
fQ164^ Wood fragment (from your item 9, 19) 

Q165^ Debris (from your item 9, 20) 
f Q166H Nail (from your item 9, 21) 

, Qi67“] Metal fragment (from your item 9, 22) 

Q168 n Wire fragment (from your item 9, 23) 

*Q169 ’ Wire fragment (from your item 9, 24) 

■ tings- 

Q170 Debris (from your box 4, item 25) 

Q171 ' Metal fragments (from your box 4, item 26) 
Q172 7 Nails and tape (from your box 4, item 27) 
Q173 Nails and debris (from your box 4, item 28) 


Q174 ! Nails and tape (from your box 4, item 29) 


Page 8 

00601005 S/D YR 


(over) 






Q1751 

Z^P 6 ~\ 

*wai^****-*^ 

i£i2aS 

‘Q1781 


Q179 


Q180 


Q1817 
0182:' 
^Q183 1 


Q184 .; 

, >’Ml »-^k 

***»=• ► " * ‘V'fc 

r Q185 ■ 

sajh«.(4 s , •* 

;.‘;Q186 

fQ187T : j 

JQ188/* 

Q189] 

. tf “* ^ 

Q190 

Uk **« •** '** 

Q191* 


Q192 
Q193 * 
Q194 ’ 

>■-?* -*»■ fcs 

Q195 

Q196 J 

» . £ 

Q197 ' 



Debris (from your box 4, item 30) 

Metal fragment (from your box 4, item 31) 
Debris (from your box 4, item 32) 

Nails and tape (from your box 4, item 33) 

Nails and tape (from your box 4, item 34) 

Gray duct tape (from your box 4, item 35) 

Switch fragment (from your box 4, item 36) 
Debris (from your box 4, item 37) 

Debris (from your box 4, item 38) 

End cap fragment (from your box 4, item 39) 
Partial matchpack (from your box 4, item 40) 
Debris (from you? box 4, item 41) 

Metal fragment (from your box 4, item 42) 

Wood fragment (from your box 4, item 43) 

Nail and tape (from your box 4, item 44) 

Debris (from your box 4, item 45) 

Fiberboard and tape (from your box 4, item 46) 
Wood fragments (from your box 4, item 47) 

Red wire (from your box 4, item 48) 

Metal latch (from your box 4, item 49) 

Metal item (from your box 4, item 50) 

End cap fragment (from your box 4, item 51) 
Nail (from your box 4, item 52) 
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(over) 




-Q198 . 

*«mL- ~ 

ua3 



Q200 


JQ201) 

Q202* 

.•i *» ,i 

Q203** 

i 

Q204? 

-* — ■-» 

Q205 ' 

•»-»* *#•.«**- - >* 

*020*6 1 
Q207 1 

i « -f 

* 

0208 ^ 

i— i> 

Q209 | 

2.Q210 J 

r*i**?.| 

, V, 


Q211 


u. ^ 

Q212 

.r a - - * 

0213 ‘ i 

efc i Its- ■ *■ 

Q214 7 

■fe * N, _ 1 

Q215 ‘ 

' s ' * 

12216 

Q217 
Q218 "* 
Q219 ■' 
Q220 
0221 


Wood fragment (from your box 4, item 53) 

Metal screw with washer (from your box 4, item 54) 
Fiberboard fragment (from your box 4, item 55) 
Metal fragment (from your box 4, item 56) 

Wire with tape (from your box 4, item 57) 

Nail (from your box 4, item 58) 

Nail (from your box 4, item 59) 

I 

Wood fragment (from your box 4, item 60) 

Metal latch (from your box 4, item 61) 

Pipe fragment (from your box 4, item 62) 

Nails and tape (from your box 4, item 63) 

Nails (from your*box 4, item 64) 

Wood fragments (from your box 4, item 65) 

Debris (from your box 4, item 66) 

Nails (from your box 4, item 67) 

Metal piece (from your box 4, item 68) 

Debris (from your box 4, item 69) 

Debris (from your box 4, item 70) 

Wire (from your box 4, item 71) 

Debris (from your box 4, item 72) 

Pipe nipple fragment (from your box 4, item 73) 
Wood fragment (from your box 4, item 74) 

Wood fragment (from your box 4, item 75) 

Debris (from your box 4, item 76) 
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>»-- . - (Mk 

^5222 ; 

<d& 

ig y pflw wt.rfm "59^1 

fQ223I 


Q224 


Q226 


Q227 / 

; ^ - ~ ^ 

• i* 

Q228, 

=Uf-i5»-i * *- p * 

Q229 

vV *■■ ,■ , 

Q230 . 

HA**"®'**'" * 

• . m -'*> rw»* 

Q231 f 

f a ^i t«t-. 

"Q232 ? 

i-i* J 

j -a i*f* fc ? - *4 

Q233 .( 


fQ234 i 


'.Q235 7 


Q236 

Q237 

4} S 5 ^r ** * 

Q238 

'■t— ■ • 

Q239 


Q240 


Q241 


Q242 


Pipe nipple fragment (from your box 4, item 77) 

Wood debris (from your box 4, item 78) 

Pipe fragments and debris (from your box 9, item 79) 

Miscellaneous car parts (from your box 9, item 80) 1 

Car part (from your box 10, bag 1, item A-l) 

Metal fragment (from your box 10, bag 1, item B-l) 

Metal item (from your box 10, bag 1, item B-2) 

Car parts (from your box 10, bag 1, item B-3) 

Metal washer (from your box 10, bag 1, item B-4) 

Debris (from your box 10, bag 1, item C-l) 

Debris (from your box 10, bag 1, item C-2) 

Debris (from your box 10, bag 1, item c-3) 

Metal fragment and debris (from your box 10, bag 1, 
item C-4) 

Wire and black plastic tape (from your box 10, bag 1 
item C-5) 

Radiator cap (from your box 10, bag 1, item C-6) 

Debris (from your box 10, bag 1, item C-7) 

Debris (from your box 10, bag 1, item C-8) 

Grey duct tape and debris (from your box 10, bag 1, 
item C-9) 

Metal item and wire (from your box 10, bag 1, item C 
10 ) 

Yellow foam material (from your box 10, bag 1, item 
C-11) 

Fiberglass and yellow foam material (from your box 
10, bag 1, item D-l) 
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Q243 


Q244 


TQ245 « 

,s 

. . » * 

" Q246 ’ 

► <c*» * * *** * ~ii 


Q247 s 

>.-fc£<k«*fe - 6 

Q248 

10249 

JQ250 


. Q251 

i 

P Q252 ' 
fQ253" 


■Q254 

■*U *=* ’ 1 

Q255 


Q256 

"Q257 


Q258 


^259 


Q260 


Q261 


Grey duct tape (from your box 10, bag 1, item E-l) 

Solderless connector (from your box 10, bag 1, item 
F-l) 

Key (from your box 10, bag 1. item G-l) 

Metal cap and gray plastic (from your box 10, bag 2, 
item 1) 

Wood fragment (from your box 10, bag 2, item 2) 

Debris (from your box 10, bag 2, item 3) 

Debris (from your box 10, bag 2, item 4) 

Nails, wire, and debris (from your box 10, bag 2, 
item 4A) 

Debris (from your box 10, bag 2, item 5) 

Debris (from your box 10, bag 2, item 6) 

Metal fragment and fiberboard (from your box 10, bag 
3, item 1) 

Camouflage and debris (from your box 10, bag 3, item 
2 ) 

Miscellaneous debris (from your box 10, bag 3, item 
3) 

Debris (from your box 10, bag 3, item 3A) 

Endcap and metal fragment (from your box 10, bag 3, 
item 3B) 

Fiberboard (from your box 10, bag 3, item 3C) 

Grey duct tape and debris (from your box 10, bag 3, 
item 3D) 

Wire fragment (from your box 10, bag 3, item 3E) 
Light switch (from your box 10, bag 3, item 3F) 
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Nails (from your box 10, bag 3, item 3G) 


^ 0262 ^ 

ulb ‘i _ fr i 

1fQ2631 Blue porcelain fragments (from your box 10, bag 3, 
item 3H) 

TQ26ir| Speaker fragment (from your box 10, bag 3, item 4) 

Q265 ’? "Earth First" matchbook (from your box 10, bag 3, 

“ item 5) 

’Q266~* Endcap fragment (from your box 10, bag 3, item 6) 

tU . , ■* 

'0267*1 Watch spring (from your box 10, bag 3, item 7) 

“Q2687 Wire fragment (from your box 10, bag 3, item 8) 

*0269 ^ Wire, screw, and metal connector (from your box 10, 

* bag 3, item 9) 

< ’Q270 > Watch fragment (from your box 10, bag 3, item 10) 

-Q271 ’*'> Metal fragment, fiberboard and duct tape (from your 
box 10, bag 3, item 1.1) 

fQ272f Wire fragment, tape and nail (from your box 10, bag 
3, item 12) 

Q273 ^ Duracell battery casing (from your box 10, bag 3, 
item 13 j 

Q274 4 Black plastic fragment (from your box 10, bag 3, item 
‘ 14) 

Q275 * Metal fragment (from your box 10, bag 3, item 15) 

Q276 ' Grey duct tape and nail (from your box 10, bag 3, 

item 16) 

Q277 1 Grey duct tape and nail (from your box 10, bag 3, 
item 17) 

Q278 > Grey duct tape and nail (from your box 10, bag 3, 
item 18) 

Q279 Grey duct tape and nail (from your box 10, bag 3, 

item 19) 
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'*Q280 

“ *** 

tw**P*T»w ' ^ 

EQ 282 | 

- * i.J 

^Q283"t 
> 1 

% Q284 ' 

*X*~ ’ ■** 


"Q285 , 

1^ «* 

Q286 ? 

s-= - > *\3 


*r*'> * 

Q287,; 

. s.. «M“ » * 


0288" 

, . ■».* A 

Q289 ~ 

‘fc it.» * >? 

V Q290' * 

*• ’* ? •' t * 


^029lT 


Q292 f 


Q293 1 

.14^ ^ 


Q294 * 

>SJ 1 4 

“Q295^ 
JQ296 ’ 
Q297 


Q298 

a-,=» - 

Q299 ,' 

- .. . I' 


Q300 


Nail (from your box 10, bag 3, item 20) 

Nail (from your box 10, bag 3, item 21) 

Black plastic item (from your box 10, bag 3, item 22) 

Metal fragment (from your box 10, bag 4, item 1) 

Miscellaneous car parts (from your box 10, bag 4, 
item 2) 

Blue fabric (from your box 10, bag 4, item 3) 

Fiberboard fragments (from your box 10, bag 4, item 
4) 

Metal fragments (from your box 10, bag 4, item 5) 

Debris (from your box 10, bag 4, item 6) 

Seat cover fragment (from your box 10, bag 4, item 7) 

Metal fragment (Trom your box 10, bag 4, item 8) 

Black plastic item (from your box 10, bag 4, item 9) 

Nail (from your box 10, bag 4, item 10) 

Blue fabric (from your box 10, bag 4, item 11) 

Blue fabric (from your box 10, bag 4, item 12) 

White plastic item (from your box 10, bag 4, item 13) 

Debris (from your box 10, bag 4, item 14) 

Fiberboard fragment (from your box 10, bag 4, item 
15) 

Blue fabric (from your box 10, bag 4, item 16) 

Grey duct tape and nail (from your box 10, bag 4, 
item 17) 

Blue fabric (from your box 10, bag 4, item 18) 
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Q301 


1 


%'Q.Z 02 1 

,s*. u.a* 



'Q305 


-Q306 " 

-** - t*«fc - * 

Q307 1 

. \ ! 

12308 ' 

■r *jl 

Q309 


Q310- 

=*4*.' ^ ■**-- ■* 

fQ3n ? 


•fQ3i2; 


. i'U ’ 

Q313 

■a3t ( * *** - 


;Q31*4*7 
Q315 7 
Q316 * 

ju - 

9 317 

Q318 * 
0319 84 


Q320 , 
Q321 ’ 

i * c 

Q322 " 


Metal fragment (from your box 10, bag 4, item 19) 

Metal fragment (from your box 10, bag 4, item 20) 

Metal fragment (from your box 10, bag 4, item 21) 

End cap fragment (from your box 10, bag 4, item 22) 

Debris (from your box 10, bag 4, item 23) 

Metal fragment (from your box 10, bag 4, item 24) 

Metal fragment (from your box 10, bag 4, item 25) 

Metal fragment (from your box 10, bag 5, item 1) 

Metal nipple fragment (from your box 10, bag 5, item 
2 ) 

Camouflage hat (from your box 10, bag 5, item 3) 

Wood fragment (from your box 10, bag 5, item 4) 

Metal and paper fragments (from your box 10, bag 6 
item 1) 

Endcap fragment (from your box 10, bag 6, item 2) 

Endcap fragment (from your box 10, bag 6, item 3) 

Metal fragment (from your box 10, bag 6, item 4) 
Endcap fragment (from your box 10, bag 6, item 5) 

Endcap fragment (from your box 10, bag 6, item 6) 

Debris (from your box 10, bag 6, item 7) 

Metal fragment (from your box 10, bag 6, item 8) 
Black plasticf (from your box 10, bag 6, item 9) 

Wood fragment (from your box 10, bag 6, item 10) 
Debris (from your box 10, bag 6, item 11) 


Page 15 

00601005 S/D YR 


(over) 




Q323 

- j £ . * '* -. H 



0326 ^ 

.. \ 


Q327 " 

i 

Q328*| 



Metal fragment (from your box 10, bag 7, quadrant B, 
lane 2 and, item 1) 

Debris (from your box 10, bag 7, centermass 1) 

Debris (from your box 10, bag 7, centermass 2) 

Fiberboard and grey duct tape (from your box 10, bag 
7, centermass 3) 

Debris (from your box 10, bag 7, centermass 4) 

Metal fragment (from your box 10, bag 7, quadrant B 
land 1, item 1) 

Guitar fragment and guitar case (from your box 5) 

Car seat (from your box 5) 


ALSO-SUBMITTED: 

“Photographs (5 sets) " 0X10- 

^Video tape'VHS"(from your box 8) 7 l\ VA l\ 

***a -- . .&**■*.* c t . . r 


♦ 
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FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


To: SAC, San Francisco (174A-90839)' 


June 13, 1990 


UNSUB (S); 

LOUISIANA PACIFIC CORPORATION 
LUMBER MILL 
26800 ASTI ROAD 
R « : CLOVERDALE, CALIFORNIA 


FBI FILE NO. 174-10706 

LAB NO. 00601001 S/D YR YB QX 

WW RF TN 


5/9/90 
EID 

00: SAN FRANCISCO 


ALL (NJpRfATJON OOHTAI 
HERE»Vi;i03QLA8tI 
DATE* 



Examination requested by; Addressee 

Rtf«r«ne*; Communication dated May 31, 1990 

'Ex&min&tioo r«qu*st«d: Explosives - Materials Analysis - Chemistry - 

1 < Document - Elemental Analysis - Fingerprint 

Sp*tim*n* received: June 1, 1990 

Specimens: 

Ql Gas can (Your item #1) 

Q2 Cardboard with handprinting (#2) 

Q3 Cardboard fragments (#3) 

Q4 White foam (#4) 

Q5 Plywood, tape, nails (#5) 

Q6 Pipe nipple and two pipe end caps (#6) 

Q7 White ceramic base for light bulb, wires, portion of 

battery (#7) 

(Over) 

Page 1 
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/ 


W REPORT 9 

of the 

FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


To: SAC, San Francisco (174A-SF-90839) 


June 14, 1990 


UNSUBS? 

JUDITH BEATRICE BARI - VICTIM? 

„ DARRYL REED CHERNEY - VICTIM; 

R«: BOMBING OF 1981 SUBARU STATION WAGON 
CALIFORNIA LICENSE 2NWX290 
OAKLAND, CALIFORNIA 
5/24/90? 

EID 

00: San Francisco 
Ex»mia*tloa requested by: Addressee 

Refcrtace: 

Examination requested: 

Specimens received: 


FBI FILE NO. 174-10707 
LAB NO. 


00601001 S/D YR YB QX 
WW RF TH 

00601002 S/D YR WW 
00601005 S/D YR YB WW 
TN RF 

00606012 S YR TN RF 


Communications dated 5/31/90 and 6/5/90 


Q20 

Q21 

Q22 

Q23 

Q24 

Q25 

Q26 


Explosives - Materials Analysis - Document - 
Elemental Analysis - Fingerprint 
June 1, 1990, under cover of communication dated 
May 31, 1990 (00601005 S/D YR YB WW TN RF): 


Wire and metal fragments (your item box 1, bag 1, A) 

Pipe nipple fragment (your item box 1, bag 1, B) 

Wire and yellow sponge fragment (your item box 1, bag 
1, C) 

Metal fragment (your item box 1, bag 1, D) 

Two (2) nails and miscellaneous debris (your item 
box JL bag 1, E) 

Miscellaneous debris with yellow sponge (your item 
box 1, bag 1, F) 

Carpet and debris (your item box 1, bag 2, A) 
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staffer” 



(over) 
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File - Serial Charge Out 

FD-5 (Rev. 6-17-70) 


Fii. - -sr 

Class. Case No. Last Serial 

{“) Pending (__] Closed 

Serial No. Description of Serial 


Date 


Date 

Charged 










Employee 



ALL lUJiKi'/j'IIvJ*» ' 

HER! 

■ DAT 




RECHARGE 


Date 



7>d teMbUEf 


BaJe^jTWrgcd 


Employee 


Location 

< &7M'-'S2<3J) --ST 


* U.S. GPO:1989-241-706/08023 










YOUR FILE NO. 
FBI FILE NO. 
LATENT CASE NO. 


* % 

FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 

of the 

LATENT FINGERPRINT SECTION 

IDENTIFICATION DIVISION 

i74a-sf-90788\*q (sq. 13 ) 7 / 19/90 

174-10707 x 

C-91022 


to: SAC, San Francisco 


fill It/fylfrrfivH CONTAINED 


EREIiV/S U 

jat kJ>/ln 



4SS 


UNSUB; 

JUDITH BEATRICE BARI•- VICTIM 
DARRYL REED CHERNEY - VICTIM 
BCMBING OF 1981 SUBARU STATION WAGON 
CALIFORNIA LICENSE 2JWX290 
OAKLAND, CALIFORNIA 
5/24/90; 

EID 


reference: Airtel 5/31/90 

EXAMINATION REQUESTED BY: San FTanciSCO 
specimens: Qie envelope, Q16 

Three-page typewritten letter, Q17 


through Q19 



The listed Q specimens are further described in a separate 
Laboratory report. 

The specimens were examined and one latent fingerprint of value 
was developed on Q19. 


The specimens are enclosed. 


Enc. ’(4) 
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FEDERAL BUREAU OF INVESTIGATION 

Washington,'D. C. 20537. 

REPORT 

of the 

LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 


YOUR FILE NO, WA-SF-S0788 <k (SQ. 13> 7/19/90 

FBI FILE NO. 174-10707 
LATENT CASE NO. C-S1022 


TO: 


SAC,. San Francisco 


RF . UKSlBj 

JUDITH BEATRICE BARI - VICTIM 

DARRYL HEED CHEHKEY - VICTIM 

BCHBIiiG CF 1981 SUBARU STATION KACCN 

CALIFORNIA LICENSE 21KX290 

OAKLAND, CALIFORNIA 

5/24/90,- 

EID 


ALL INFOJEUA'ICN CONTAlNSD 


HERE 

DATE 



REFERENCE: Airtel 5/31/90 

EXAMINATION REQUESTED BY: San ThsncisCO 

specimens: Che envelope, Q16 

Three-page typewritten letter, 017 through 019 


The listed Q specimens are further described in a separate 
Laboratory report. 

The specimens Lore examined and one latent fingerprint of value 
was developed on Q 19 . 

The specimens are enclosed. 

The. (4) 
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% 


FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 


of the 


LATENT FINGERPRINT SECTION 


YOUR FILE NO. 
FBI FILE NO. 
LATENT CASE NO. 


IDENTIFICATION DIVISION 

WA-SF-S0788 <\) (SQD .13) 7/30/20 

174-10707 x 

C-91022 


xa SAC, San Francisco 


J 




* 



uiiass} 

RB - JUDITH BEATRICE DARI - VICTIM 
DARRYL REED CHERKEY - VICTIM} 

BCJSBIKG Cr 1981 SUBARU STATION VAGCN 
CALIFORNIA LICENSE 21&X290 
OAKLAND, CALIFORNIA 
5/24/90; 

EID 


REFERENCE: 

EXAMINATION 

SPECIMENS: 


Airtel 6/5/90 

REQUESTED BY: 

lox ox nails, K48 

Black toolbox containing assorted tools and hareware 



The results of the laboratory examinations and the disposition 
of the specicens will be furnished separately. 

The requested latent print examination was conducted, but no 
latent prints of value were detected. 








YOUR FILE NO. 
FBI FILE NO. 
LATENT CASE NO. 


* % 

FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 

of the 

LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 

174A-SF-90788 (SQD 13) (K) 8/1/90 

174-10707 x 

C-91022 


T0 . SAC, San Francisco 


/ 


UNSUBS; 

RE: JUDITH BEATRICE BARI - VICTIM 

DARRYL REED CHERNEY - VICTIM 
BCMBING OF 1981 SUBARU STATION WAGON 
CALIFORNIA LICENSE 2WX290 
OAKLAND, CALIFORNIA 
5/24/90; 

EID 


ALL INPC/diAJION OONTAIMSD 


reference: Airtels 5/31/90 

EXAMINATION REQUESTED BY: San FranclSCO 

specimens: Numerous miscellaneous items, Q20 through 025, 027 through Q33, 

Q35 through Q37, Q39 through 041, Q43 through 049, 051 through 
Q53 , 055 through 064 , 067 , 069 through 072, 074 through 086, 
Q88 through Q105, 0108 through Q110, Q113, 0115, Q117, 0119 
through Q122, Q124, Q125, Q132, Q135 through Q145, Q147, 0148, 
Q150, Q152, Q153, 0157, 0158, Q163, Q166 through Q169, 0172 
through Q175, Q178, Q179, 0181, Q184, Q189, 0191 through Q193, 
0196 , Q197, Q201 through Q204, Q207 through Q209, 0212, Q214, 
Q218, Q222 through 0225, Q239, 0250, 0253, 0257, 0258, Q260 
through Q262, 0266 through Q273, Q276 through 0281, 0286, 
0292,0297, Q299, 0304, Q308 through 0311, 0313, 0314, 0316, 
0317, 0322, Q326 and Q330 


A further description and the disposition of the Q specimens 
will be furnished in a separate Laboratory report. 

The specimens were examined and two latent fingerprints of value 
were developed on an envelope and a registration card, parts of Q100. 

Based on the information furnished, no fingerprint record was 
located in our Identification Division files for JUDITH BEATRICE BARI and 
DARRYL REED CHERNEY. 



-Sf'9075&~& 


f 


F 81 /OOJ 
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• % 

FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 

of the 

LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 


YOUR FILE NO. 174A-SF-$0788 ftQ (SCD 13) 8/17/90 

FBI FILE NO. 174-10707 N 

LATENT CASE NO. <^9 1022 



TO: SAC, San Francisco 


RE: UNSUB} 

JUDITH EEATRICE BARI - VICTIH 
DARRYL REED CHERNEY - VICTIH 
ECfiBBiG CF 1581 SUBARU STATION VACCH 
CALIFORNIA LICENSE 2KHX290 
OAKUM?, CALIFORNIA 
5/24/SOj 
EID 


ALL 
HERE I 
DATE 



reference: Airtel 6/25/90 

EXAMINATION REQUESTED BY: San FhsnciSCO - 

SPECIMENS: s i x letters, 0367, 0571, 0372, <374, 0375 end Q376 

Fhotocopies of six letters, 0 c 368 , Qc369, Qc 370 , Q373, Oc377 end 


Qc378 

Cue blank envelope 
One photocopy of letter 


The listed Q specimens are further described in a separate 
Laboratory report. 

The specimens were examined and twenty-four latent fingerprints 
and one latent palm print of value were developed on Q367, Q371, Q372, 

0373 , CC 377 end photocopy of handwritten letter. 

Cne currently developed latent fingerprint on Q373 has been 
identified with a previously reported latent fingerprint developed on Q 100 . 


The remaining currently and previously reported latent 
fingerprints were compared with the comparable areas of each other, but 
no identification was effected. 
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YOUR FILE NO. 
FBI FILE NO. 
LATENT CASE NO. 


% % 

FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 

of the 

LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 

174A-SF-90788 (\) (SQD 13) 8/17/90 

174-10707 \ 

C-91022 


TO: SAC, San Fhancisco 



MjL information contained 



R p. UNSUB; 

JUDITH BEATRICE BARI - VICTIM 
DARRYL REED CHERNEY - VICTIM 
BOMBING OF 1981 SUBARU STATION WAGON 
CALIFORNIA LICENSE 2KWX290 
OAKLAND, CALIFORNIA 
5/24/90; 

EID 

reference: Airtel 6/25/90 

examination requested BY: San Francisco 

SPECIMENS: six letters, Q367 , 0371, 0372, 0374, Q375 and 0376 

Photocopies of six letters, Qc368, Qc369, Qc370, Q373, Qc377 and 
Qc378 

One blank envelope 
One photocopy of letter 


The listed Q specimens are further described in a separate 
Laboratory report. 

The specimens were examined and twenty-four latent fingerprints 
and one latent palm print of value were developed on 0367 , 0371, 0372, 

0373 , Qc377 and photocopy of handwritten letter. 

One currently developed latent fingerprint on Q373 has been 
identified with a previously reported latent fingerprint developed on Q100. 

The rattaining currently and previously reported latent 
fingerprints were compared with the comparable areas of each other, but 
no identification was effected. 

The specimens are being returned under separate cover. 
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of the 

Mrl iaborxtort/liA 

FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON. D. C. 20535 


T« SAC,. SAN FRANCISCO (174A-SF-90788) (SQD 13) 


November .8, 1990 


FBI FILE NO. 174 -10707 


LAB NO. 


00820057 D ,WW 


Rt: UNSUBS;; 

JUDITH BEATRICE BARI -VICTIM; 

‘DARRYL REED' CHERNEY - VICTIM;* 

BOMBING OF 1981 SUBARU STATION WAGON. 

CALIFORNIA LICENSE 2NWX290 

OAKLAND, CALIFORNIA 5/24/90 ALL INFORMATION CONTAINED 

60? SAN FRANCISCO 

Examination requtjted by: Addressee 


Reference: 


Examination requested: 


Specimens received: 


Communication dated.August 16, 1990 
.Document - Fingerprint 
August 20, 1990, 




Specimen: 
Qc448 


Photocopy of a one page letter bearing the hand 
printed message beginning "TREES.SPIKED-ON ..." 


Results of examination 

Some similarities were observed in printing style 
when comparing the writing appearing on specimen Qc448 With the 
questioned writing on the Q2 cardboard (00601001 S/D YR WW)> 
However/ because of the,hand drawn .nature.of the the questioned 
.writing, it could not be determined whether both entries .were 
•prepared; by .the .same writer. 

Indented writing, in the same printing, style was 
observed on specimen Qc448 Which reads;* 

' "THE UNION NEWSPAPER 
613 H STREET 
ARCATA, CA 95521" 

Photographs have been made and are retained. 


Specimen Qc448 will be returned With 
the latent fingerprint examination. 
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FEDERAL BUREAU OF INVESTIGATION' 
WASHINGTON, D. C. 20535 


To: SAC, SAN FRANCISCO (174A-SF-90788) (SQUAD 13) 

November 8, 1990 
FBI FILE NO. 174-10707 
LAB NO. 00910055 D WW 


R « : UNSUBS; 

JUDITH BEATRICE BARI - VICTIM; 
DARRYL REED CHERNEY - VICTIM; 
BOMBING OF 1981 SUBARU STATION 
CALIFORNIA LICENSE 2NWX290, 
OAKLAND, CALIFORNIA 5/24/90; 
EID 

00; SAN FRANCISCO 

Examination requ«*ted by: Addr e S S e e 


WAGON 


all in rqmJ : 


HBREI# 

DATE-1) 



Reference: 


Communication dated September 4, 1990' 


Examination reque»t*d: Document - Fingerprint 

Specimen* received: .September 10, 1990 


Specimens; 

Q455 Envelope postmarked "SAN FRANCISCO CA 941 PM 30 JUN 

1990" and bearing the hand printed address "Pacific 
Lumber Co. Humbolt County Calif" 

Q456 Accompanying one page letter bearing the handwritten 

message beginning "you tell that son of ..." 

Results of examination 


Indented writing of unknown value was developed on 
specimen Q456. Two photographs of the indented writing are 
being furnished as enclosures with this report. 


No other characteristics of value were observed which 
would aid in identifying the source of the submitted specimens. 

Photographs have been made and are retained.. 



Specimens Q455 and Q456 will be returned with the 


results of the latent fingerprint examination. 


Enclosure 
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M REPORT ■ 

of the 

FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON,. D. C. 20535 


To: SAC, SAN FRANCISCO (174A-SF-90788).(SQD 13); REGISTERED 

November 8, 1990 • 

FBI FILE NO. 174-10707 

LAB NO, 00822052 D <WW 

R « : .UNSUBS; 

JUDiTH BEATRICE BART - VICTIM? 

•DARRYL REED-CHERNEY - VICTIM 

BOMBING OF 1981 SUBARU STATION WAGON ^ IHF 9MATICWC011Tatk,*~ 
CALIFORNIA LICENSE 2NWX290 ^b'fV^USSJrjii ^ / 

OAKLAND, CALIFORNIA 5/24/90 DAT ^U/pit W^nr>U 

00: SAN’ FRANCISCO ' 

Examination r«que#ttd by: Addressee 


Reference: 


Examination requested: 


Specimen* received: 


Communication dated August 20, 1990> 


Document 


August 22, 1990 


NE 

DATE 




.'Specimens: 

Qc449 


QC450 


QC451 


Qc452 


Qc453 


Q454 


Photocopy of an envelope postmarked-MEUREKA', CA 
95501 PM 25 APR- 1990" and hearim. t-.hft 


CA 94249-0001" 

Photocopy of a one page letter bearing the hand 
printed message beqinninq ON ALL SPECIES 

FOREST...." 

Photocopy of a one page f orm’bearing the h and 
printed mes sage beginning I | 


Photocopy of a-one page letter bearing the hand 
printed message beginning "ENVIROMENTALISTS 
SABOTAGE ..." 

Photocopy of a one page letter‘bearing the hand 
printed message beginning '"ANIMA L ACTIVIST RAID^ 
RESEARCH... " twiroriHs n — — 

Photograph of Q2 . o'i rt • 

J. n 


b6 , 
,.b7C 5 


Enclosures (6/J. 






.i NOV 2 6 1990'. 

(over) 

FBI—SAN FHANCtSCO,- 


TyW-^S 





Results of examination 

It could not.be determined whether the questioned 
writing appearing on specimens Qc449 through Qc454 were all 
prepared by the same writer because of variations in printing 
style as well as the hand drawn nature of ithe questioned 
writing. 


The submitted specimens have been photographed and 
are being returned as enclosures with this oreport. 
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YOUR FILE NO. 
FBI FILE NO. 

• LATENT CASE NO. 


I f 

FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 

' of the 

LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 

174A-SF-90788 (Y) (SQD 13) 12/6/90 

174-10707 X .- 

C-91022 


to SAC, San Francisco 


UNSUBS; 

•JUDITH BEATRICE BARI - VICTIM; 

DARRYL REED. CHERNBY - VICTIM; 
^BOMBING OF 1981 SUBARU STATION WAGON 
CALIFORNIA LICENSE 2NWX290 
OAKLAND, CALIFORNIA 
5/24/90; 

BID 


REFERENCE: Airtel 8/16/90 

examination requested BY: San Francisco 
specimens: Copy of letter, Qc448 

9 - 

The listed Q specimen is further described in a separate 
Laboratory report. 

The requested latent print examination was conducted^ 
but no latent prints of value wore detected. 

The specimen is enclosed. 
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FEDERAL BUREAU OF INVESTIGATION 

Washington, D. C. 20537 

REPORT 

of the 

LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 

YOUR FILE NO. 174A-SF-90788 m (SQUAD 13) 1/10/91 

FBI FILE NO. 174-10707 ' 

LATENT CASE NO. C-91022 

TO: SAC, San Francisco 



RE: 


UNSUBS; 

JUDITH BEATRICE BARI - VICTIM; 
DARRYL REED CHERNEY - VICTIM; 
BOMBING OF 1981 SUBARU STATION 
CALIFORNIA LICENSE 2NWX290 
OAKLAND, CALIFORNIA 
5/24/90; 

EID 



WAGON 



REFERENCE: Airtel 9/4/90 

EXAMINATION REQUESTED BY: gan p ra hcisc6 

One envelope, Q455 
One-page letter, Q456 


SPECIMENS: 


St— 


The listed Q specimens are further described in a 
separate Laboratory report. 

The specimens were examined and six latent fingerprints 
of value were developed on Q456. 

The currently reported latent fingerprints wore compared 
with the comparable areas of the previously reported latent 
fingerprints in this case, but no identification was effected. 

The specimens are enclosed. 




1-336 (Rev. 10-26-79) 


t • 

FEDERAL BUREAU OF INVESTIGATION 

Washington, D.C. 20537 

REPORT 

of the 

LATENT FINGERPRINT SECTION 
IDENTIFICATION DIVISION 

your FILE NO. 174A-SF-.90788 1/17/91 

FBI FILE NO. 174-10707 
LATENT CASE NO.C-91022 

to: SAC, Houston 


UNSUB(S); 

RP JUDITH BEATRICE BARI - VICTIM; 

DARRYL REED CHERNEY - VICTIM; 

BOMBING OF 1981 SUBARU STATION 
WAGON, CALIFORNIA LICENSE 2NWX290 
OAKLAND, CALIFORNIA 
5/24/90; 

BID 

reference: Airtel 9/24/-90 

EXAMINATION REQUESTED BY:HOUStOn 
specimens: One envelope, Q457 

Photocopy of a one-page letter, Qc458 


The listed specimens are further described in a separate 
Laboratory report. 

The specimens were examined and one latent fingerprint 
of value was developed on Q457. 

The currently reported latent fingerprint was compared, 
insofar as possible, with the comparable areas of the previously 
reported latent fingerprints in this case, but no -identification 
was effected. 


As requested, the specimens are being forwarded to the 
San Francisco Division. 
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FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


» 


To: SAC, SAN FRANCISCO (174A-SF-90788) (SQD 13) 

, November 13, 1991 

FBI PILE NO. 174-10707 

LAB NO. 10619038 D WW 

„ 10711044 D WW 

R«: UNSUB(S) ; 

JUDITH BEATRICE BARI - VICTIM; 

DARRYL REED CHERNEY - VICTIM; 

BOMBING OF A 1981 SUBARU STATION WAGON 

CALIFORNIA LICENSE 2NWX290 

5/24/90 

BID 

00: SAN FRANCISCO 

Ex»mi#«tion requested by: Addressee 

Reference: Communications dated June 5, 1991 and July 5, 1991 

Ex*mm«tion requested: Document - Fingerprint 

Specimens received: June 19, 1991 and July 11, 1991 

Specimen received under cover of communication dated June 19, 1991 
(10619038 D WW) 

Qc459 Photocopy of a sheet of paper bearing the 

typewritten message beginning "This so called act of 
vandalism..." 

Specimens received under cover of communication dated July 11, 

1991 (10711044 D WW) 

Q460 Envelope postmarked "GARBERVILLE, CA 95440,APR 10 PM 

1991" and bearing the hand printed address "EDITOR 
SOUTHERN HUMBOLDT LIFE AND TIMES P.O. BOX 68 
GARBERVILLE,.CALIFORNIA 95440" 


QC461 


QC462 


Photocopy of a sheet of paper bearing the hand 
printed message beginning "Has anyone ever known 
their ..." j 

Photocopy of a sheet of paper bearing the "LUANN" 
comic strip and the hand printed message beginning 
"Scientists Pop Surprises for..." 





Qc463 Photocopy of a sheet of paper bearing the "CALVIN AND 
HOBBES" comic strip and the hand printed message 
beginning ”THE TEN KEY INSTRUMENT..." 

Results of examination 

No indented writing or other characteristics of .value 
were observed which would aid in determining the immediate 
source of the submitted specimens. 

Photographs have been made and are retained. 

Specimens Qc459 through Qc463 will be returned with 
the results of the latent fingerprint examination. 
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